*USAINSCOM Regulation 10-8 

DEPARTMENT OP THE ARMY 
UNITED STATES ARMY INTELLIGENCE AND SECURITY COMMAND 

Arlington Hall Station 
Arlington, Virginia 22212 

USAINSCOM Regulation 10 June 1983 

No. 10-8 

Organization and Functions 
US ARMY GARRISON, VINT HILL FARMS STATION 

Supplementation of this regulation is prohibited unless prior 
approval is obtained from this Headquarters, ATTN: IASA-AP. 

1. PURPOSE. This regulation sets forth the mission, functions, and command 
relationships of the US Army Garrison, Vint Hill Farms Station (USAG, VHFS) 
(WOIHAA) . 

2. MISSION, The mission of the Commander, USAG, VHFS, is to . 

a. Exercise command jurisdiction, responsibility and control under 
pertinent directives concerning an active installation. 

b. Provide administrative and logistic support to Headquarters, US Army 
Intelligence and Security Command (HQ, INSCOM) activities, tenant units and 
activities assigned or attached to the instillation. 

3. FUNCTIONS. The Commander, USAG, VHFS, will provide administrative and 
logistical support in accordance with applicable support agreements to the 
US Army Electronic Material Readiness Activity; INSCOM Mission Support 
Activity; Controlled Environment Test Division, INSCOM Security Support 
Detachment,. 902d MI Group; 166th MI Company, 513th MI Group; US Army Troop 
Support Agency; US Army Signals Warfare Laboratory; US Army Communications 
Command -^VHFS; Contracts Branch, Procurement Office, Harry Diamond Labora- 
tory; Special Security Detachment - VHFS; Joint Tactical Fusion Group; 
Defense Contract Administration Services Management Area, Baltimore, Defense 
Logistics Agency; and Engineering Activity, Capital Area. Specific logistical 
support is also provided to the Defense Investigative Service; US Environmental 
Protection Agency, Photographic Interpretation Center; Operations Evaluation 
Group; US Army Health Clinic; and US Army Dental Clinic which are physically 
located on the installation* 

4. COMMAND RELATIONSHIPS. 

a. The USAG, VHFS (see figure 1), organized under TDA ASW01HAA, is an 
active Army 'garrison located at Vint Hill Farms Station, War rent on, Virginia, 
and DOD Family Housing, Independent Hill, Virginia. The garrison and instal- 
lations are subordinate to HQ, INSCOM. The USAG, VHFS, is attached to US Army 
Military District of Washington for certain specified support in accordance 
with applicable support agreements and is attached to HQ, USA Engineer Center, 
and Fort Bel voir (TC-WOUYAA), Fort Bel voir, VA 22060 for exercise of general 
courts -martial jurisdiction and administration of military justice. 



*This regulation supersedes USAINSCOM Regulation 10-8, 10 July 1979. 
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Figure 1. HQ US ARMY GARRISON. VINT HILL FARMS STATION 



